( 1 ) “ » ’ 
9jZ9fOQ E 3 TIGIIT, DELLA Y. R.H. H.Y. 

Appointed from ThonpBontown.Pa . 

German Hob .Brooklyn, II. Y. 

Army Serv. 2 yrs . 2 Mos. 11 days. 

9/29/08 Washington 4/1 /iv Las Animas fCN) 

3/15 / 09 Hew York 

7/1/12 Maro Island 

8/28/14 Guam. Det. 3 /l/l 6 

6/1/I6 Annapolis. 9 /^'l 6 Det.& ord.to 

Ft. Bayard NM^^for treatment 
Detaoii.ed x^om 7 


KNIGHT - 


:.LA V. 


B ayui. a 
5«TFV MBRSE 


7 - //- c o , ^ 

(2) Knight , De lla V. Chief Nurse jO/^^ 
S-4-21 T^e]|jt. Bur. Med.ASurg. DN-2o6b/D.9-30-22| 
5“3^“22 R.Oteen V.H. (T.B.Course)DN— 470b 
7-1-22 Ret. Bu. M.a- S. 

9- 30-22 R. Navy Sup. Depot (DN-571b) 2-2-23 

2-3-23 R.WaBhington(DN7l6b) D. 7-1-23 

7-2-23 RNavy Yard Disp.Brooklyn,N. YD.1-25-2S 
I-3O-2S ^*Air Craft Disp(DN-364d) 

6-24-30 Ord.Home (DN-19e) 

10- 31-30 ,Plao ed on ■‘^'■etired List, 

/O/BXj 

Knight. Della V.- Chief Nurse. 




1-2S-73» Thompsontovm, Ba* 

211c West 36th Avenue 
San Mateo, Calif. 
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